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Cqpy of i.’ 


9 h’jiy 1956 


FORj Project Director 
SVBJSCTi HectificatiOT l^ioipamt 


1. Thi» 1« In roi^noe to your verbal ref:|tteat for ^ (pinion 
reference procitr«aent of rectification e<iaipaaBnt. After reviewing 
the attached reouireaieDt, I m unable to ftdly «|>preclate the need^ 
aa eoncema thla project, for reetlficatlm of ?>T8a photogri^hy or 
TOgatives product by the longer focal«>leaeth eaaeras (l.e., 2b", 

36", iao-2ii:>"). 

a. 70im Phot<«raphar t Thia caaiera waa dealgned to cover 
tt.e widest possible area, acrm line-of-flight, for the pmpose of 
orienting photogri^hy of larger scale but Miller covei^e. Inherent 
dealgn characteriatlea produce photograjp!^ of extreiaely Mill scale 
and extras distortion, and I m of tie Cftlnion that rMtituticn would 
be Ijapracticable. 

b. Lcwiger Foeal Lspgth CaMras t Prlaarlly, this equipaect 
will be utilised for iii^eiiigonca gaiKerf.nj? puiposes cad, In :aost 
instances, rectlficatiwji would produce little 4f any *oro intelligence 
t^ an that alrea<i^ posaible. Vyhile it is true tiiiat rMtituted photo- 
graphy would peralt prsparatiwi of certain target naterlals, this 
requlreawmt shotild be extreiaely lisaited, particularly in ADTCMAT. 

f^stltution of long foeal length photography ia » cotaplicated 
and tiiae-consiKtinfr operation, requlrinE a large rma^r of bigbly-t rained 
tecfaiiclans to psrfora even llaiited restltutioTa of negatives. On such 
8 selective and liMteo basis, it is posaible to perfonn a .'Mechanical 
transportation of data, not Involving the use of optleal restitutlonal 
£Qrstema, which produces results tdiich noraally satisfy restitutiwo re- 
quireaients fear targeting studies. systea of ter^lates iuid scales 
cen be devlsod for the various focal lengths, foroata, off-angles and 
altitudes wltich would facilitate as operation of this type. In njj- 
(pinion, such a systoa should suffice for Project requiroatcnts on all 
but calibrated 6" focal length photogr^hy, for idiich rectification 
eculpaent is alreedj’ In ®;ilstence. 
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2. To sttfnarlM, It i« OBtiroljr pomlblo to olthor procure 
cxistii^ ItMtt or d;et<iCLQp eetnlpwwit to reetlfljr pti&togrm^ prodoeed 
by all eanera ayoteaM utilised on this Project, ^wever, mleea 
uTKOot requinKMet exieto iddoh I an unamire) for mrUtutlsti 
of l<»ig<-foeal lentil photogr^plrgr (and ubIom oueb a re<|Blrea8&t 
eaaeot be oatlafied by rootitutod 6* pbotogro^) 1 boUarvet 

the proeureaoBt of etjulpaaMat for thlo puipooe i« au nmeeeaoazy 
ttxpModiture of fODde and scarce highly teolalcal deualc|>aflBtal re- 
eouroee. 

3. The prepooal for a nev-dieolgn stereoeeppe and related equip- 

aent for uae by Project phete Interpretore tppmrm mtirely eooBd 
and ahoold faeilltato preparation of photo Intolllgonee otndioo and 
reportOf oopocially uhon uaiBg larfor also prlnta . Nbila 

doalgn eharacterlatlea of atandard atoreoaeepoa baee baas luproeed 
during tba paat few years, there la a dafinlte Mad for an iaproeod 
Inatrunant for uoo on tfeda Project. I ceoeur wl^ this r«wpiresent, 
and the proposal aa atatad, and rsconaand pracurseMnit actloa be 
Initiated. 
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Colonel USAF = 
Director of Operations 


Msso fros A. C. lAindahl, 23 ApUl 1956 
%nk 1 Paaear eh PrepMal 
Letter fr wii 10 56 

Letter ofl Til March 56 


- Sketchee of coat flgurse - Perkin iilasr 
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